To: Cristiano, Gina[Cristiano. Gina@epa.gov] 

From: Schuller, Jennifer 

Sent: Thur 8/1 3/201 5 6:24:39 PM 

Subject: FW: Animus River spill, and AMS problematic metal monitoring 


Gina - it looks like the email below went to R’s 6, 9, and 8’s lead coordinators, plus a R9 water 
person. Let me know if you’d like us to coordinate a response to the individuals with the other 
EPA folks id’d below directing them to the GKM website, or if folks in the EOC will be 
handling responses to these emails/inquiries. 


Thanks! 

Jennifer 


Jennifer Schuller 
Unit Chief 

Lead, Pesticides, and Children’s Health Unit 

EPA Region 8 

1595 Wynkoop St. (8P-PES) 

Denver, CO 80202-1129 
303-312-6334 


From: Reichmuth, Michelle 

Sent: Thursday, August 13, 2015 11:18 AM 

To: Schuller, Jennifer 

Subject: FW: Animus River spill, and AMS problematic metal monitoring 


Hi Jennifer. 


I am forwarding this email to you since I heard you are in the EOC today. 
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Thank you, 


-m 

303 . 312 . 69 66 

reichmuth.miclielle@epa.gov 


From: Rex Sistek ["mailto:rsistek@aquametrologvsvstems.coml 

Sent: Thursday, August 13, 2015 1 1:08 AM 
To: Macler, Bruce 

Cc: Adams, Mikeal; Reichmuth, Michelle; Kain, Nancy; Lytle, Darren; "Rick Bacon'; 'Tom 
Williams' 

Subject: Animus River spill, and AMS problematic metal monitoring 


Bruce, 

I hope this finds you well 

It would be very hard to be unaware as a result of the news coverage, of the water 
quality challenges the Gold King mine release are likely to cause to river train 
downstream of the event. We have met and talked at several water conferences in the 
past, so I’d like to make this offer directly to you, representing EPA region 9, but I will 
copy the regional coordinators of the region’s 6 and 8 as well. I represent Aqua 
Metrology Systems (AMS), and we provide online metal monitoring capability to 
municipalities, and other industries for problematic metals that need to be monitored, to 
maintain process control in remediation scenarios, to help stay in conformance with 
regulations, and to protect public health. From the news reports, release of metals from 
the event are a major concern, and the impact of arsenic might be the highest on your 
list of concerns at the moment as a result of this catastrophic release into the Animus 
River. 

You might remember, the capability of our most popular metal monitoring system the 

SafeGuard It’s a table top, automated, online as grab sample capability, metal 

monitoring system that has been proven since 2006, to be accurate and reliable in 
measuring problematic metals, and in particular, heavily utilized for maintaining process 
control, in arsenic remediation scenarios. The system has been deployed in forward 
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operational areas, like mobile labs in field testing scenarios, and may be a key capability 
in this situation. It can be utilized in a totally automated mode, or operated by field 
personnel, without specialized training. 

The SafeGuard system measures on the line, or with grab samples, within 30 minutes, 
with accuracy and sensitivity equivalent to ICP-MS. My thought was, monitoring arsenic 
might be the most critical need, but the system can be configured for other metals as 
well as such as cadmium, lead, copper, f cbi/Ex.T ] 

CB|/EX ' 4 


I hope you can consider this offer, and if you decide it is of interest, we can act very 
quickly. 

Best regards, 

Rex Sistek 

Western Region Business Development Manager 


Aqua Metrology Systems Limited 

1225 E Arques Avenue 
Sunnyvale, CA 94085-4701 
Tel: +1 602 370 1001 (Cell) 

Tel: +1 480 626 5626 (AZ Office) 

Tel: +1 408 523 1900 (Sunnyvale Ext 915) 
skype: rex.sistek 

rsistek@aauametroloqysvstems.com | www.aquametroloqysvstems.com l http://www.tracedetect.com 
http://www.tthmalert.com 


This electronic message transmission (including any attachments) is intended only for use by the addressee(s) named herein; it contains legally 
privileged and confidential information. If you are not the intended recipient, you are hereby notified that any dissemination, distribution, 
printing, or copying is strictly prohibited. If you have received this e-mail in error, please notify the sender and permanently delete any copies 
thereof. 
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